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Maj Louis Mortimer 
Bloomfield 


8 Aug 1906 

Westmount, Montreal Region, Quebec, 
Canada 

19 Jul 1984 (aged 77) 

Jerusalem, Yerushalayim (Jerusalem District), 
Israel 

Shaar Hashomayim Cemetery 
Montreal, Montreal Region, Quebec, Canada 
156351012-View Source 
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